WORLD SERIES HISTORY--New York Yankees 


In Yankee Stadium, fans had always anticipated a World Series 
triumph for the Yankees ever since men like Bake Ruth, Lou at’ 
Gehrig, Joe DiMaggio, and Mickey Mantée had played for thet 


. The Yaiikees had to. wait until 1923, in the team's 23rd year 
of existences oe-win a World Series, and it was fitting enough 
that 1923 was the year that Yankee Stadium, alias "The Hause % 


that Ruth Built," had Bopened. 


Since then New York has added 21 World Championship flags to 
their collection, including five straight from 1949 to 19#52, 
when Casey Stengel managed them. In 1956 they gained revenge 
against the Brooklyn Dodgers, whom they had lost to a year 
earlier, by having Don Larsen pitch a perfect game, not done 
in a World Series beforé or sinee. 


Stengel was fired after losing the 1960 Series #o Bill Mazer-— 
Oski and the ittsburgh Pirates, but the Yanks won the next 
two before being Swept by the Dodgers, now in Los Angeles, in 
1963. Yeei Berra turned player into manager in 1964 and made 
Lt, only after that Phil Linz-harmonmica incident in August. 


After Berre@fost® the Seriés to See DOrss ie “wae rrree Cobar 
wasn't until “w@ars later that the Yanks finally returned. 
Again, it was in an @ kopriate year--1976--when America had 
his Bicentennial and Yankeasst um was reppsned aiter it was 
seloased for remodeling. | st. to Cincinnati but in 1977, 

eeeie Jackson climaxed it by h¥eting three home runs--five in 
DW esSeries--at the expense of th Dodgers, whom the Yanks beat 

ae sssames. They won again in "8 after replacing Billy Mar- 

in’ wi M> Lemon and at one time Was 14 games behind Boston. 

The Yankees" lags Series, their 33rd imhistory, was 1981, but 
after losing to th@Modgers, Owner George Steinbrenner issadd 
an apology and let JaeKson go, to be followed by another habit 
of changing managers. 





